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recently discovered autopsy 
report by Abraham Lincoln's 
personal physician has not 
settled the controversy over 
whether the fatal bullet en- 
tered the right or left side of 
Lincoln’s head. 

This is the conclusion of Dr. 
John Lattimer of Columbia 
University in the current 
Journal of the American Me- 
dical Association. 


After Lincoln's assassina- 
tion, some observers swore 
that the bullet fired by John 
Wilkes Booth entered the left 
side of the head. Others said 
it entered the right temple 
The report by Dr. Robert 
King Stone clearly states that 
the bullet “lodged in cerebral 
matter ... on the left side." 
However, Dr. Lattimer con- 
tended, his accompanying dia- 
gram does not make this 
clear. 




